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EFFICIENCY LINE NO. 2765 















Mark Steven Scott v?ml9 dis./ 4-20- 


alter Tom Scott - father un-2-8558 
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d.o.b. 7-26-54 6' 160-170 lb. 
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no broken bones - no dental work 

^ Fingerprinted by H,P,D. for carrying 4" knife approx. 1970 
Dr. Waller - Durham Clinic family physician. 
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was shot by David Brooks in the leg with a pellet gun approx 2 or 
3 years ago. Heights Hospital 
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ST, JOSEPH HOSPITAL 
DEPT. OF AUDIO-ViSUAL 
1919 LA BRANCH 
HOUSTON.TEXAS 77002 
PHOTO NO. 8428 # 26A 
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